„ Also sprach Zarathustral" 

Tondichtung (frei nach Friedr. Nietzsche) 

für grosses Orchester. 

Sehr breit. Metr. J = 69. 



3 Oboen 



Clarinette in Es 



2 Clarinetten. 

(in ß) 

3 Fagotte. 



Contrafagott. 



Violoncelle (12) 
Contrabässe (8) 



Richard Strauss, Op.30. 




immer breiter. 




*e- cresc. <*■ 



64 "Also sprach Zarathustra 



(,yon den Hinterweltlern") 

weniger breit. 




3 Pos. 

2 Basstub. 

Pauken. 

gr. Trommel. 
Becken. 

Triangel. 
Orgel. 



pp 




Violinen. 

n. 

Bratschen. 
Violonc. i 

Contrab. 



Also sprach Zarathustra" 65 



rit. a tempo 



breiter werden. 



I. Clar.(B) 



Bassclar. 
(B) 



4 Horner F.< 



3 Pos 



Pauken 



gr. Trommel. 

Bratschen 
l.Pult. 



Violonc 



Contrab. 




HÖrnerCF 

m.iv. 



l.Pult. 
I.Violinen 
2.3. Pult. 



Contrab. 

l.Pult. (mit Dämpfern) ' 

Die Orgel sehr schwach zu registrieren, so dass sie durchgängig als begleitend und die Stre ich Instrumente als führend erscheinen. 



66 "Also sprach Zarathustra" 



Also sprach Zarathustra' 



sehr breit. 




1.2. 3. Pult 
Contrab . 
4. Pult. 



dim. pp 



68 "Also sprach Zarathustra 



engl. Horn 




1.2.8.4. Pult. 



Contrab 
4. Polt. 



Also sprach Zarathustra" 69 



(„Von der grossen Sehnsucht.") 
Bewegter. 



3gr.Fl. 




Violono. 

(alle; 

Contrab. 
(alle) 



70 "Also sprach Zarathustra" 



^früheres Zeitmass (massig langsam) 



Bratschen 




Also sprach Zarathustra" 71 




72 "Also sprach Zarathustra 




Sgr.Fh { 



Contrab. 



''Also sprach Zarathustra" 73 




74 "Also sprach Zarathustra 




Also sprach Zarathustra" 75 



3 Oboen. < 



engl. Horn, 




Violonc. 



Contrab. 



76 "Also sprach Zarathustra" 



3 Oboen. 




Contrab.| 



"Also sprach Zarathustra" 77 



noch bewegter, sehr leidenschaftlich 




78 "Also sprach Zarathustra" 



8 ffr. Fl. < 



3 Oboen. 




Violono 



Contrab, 



Also sprach Zarathustra" 79 



3#r. Fl. 



3 Oboen. 



engl. Horn. 



Es Clar. 



2Clar.(B) 



Bassel. (B) 



3 Fug. 



Contrafag. 





i.n. 






Ö 


m.iv. 


:Ö 
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V.VI. 



Pauken. 



I.Harfe. 



n.Harfe. 



I. 

Viol. 

n. 



Bratschen. 

Violono. 
Contrab. 




80 "Also sprach Zarathustra' 



Also sprach Zarathustra' 




82 "Also sprach Zarathustra 



etwas breiter werden 




"Also sprach Zarathustra" 83 



3 gr. FL 



30boen. 



<*n£l.Horn. 



Es Clar. 



2 Clur.(B) 



Bassel.(B) 



3Fag. 



Contrafagr. 



i.n. 



in.iv. 



v.vi. 



3 Pos. 



2 Basstub. 



Pauken. 



2 Harten , 



Viol. 
II. 

Bratschen. 

Violono. 
Contrab. 




ktw: 



84 "Also sprach Zarathustra' 



(„das Grablied") 

etwas ruhiger 



n.m.gT.Fi 



I.Oboe, 



engl Horn 



2 ClarXB) 



Basscl.(B) 




Oontrab. 



Also sprach Zarathustra" 85 



n.m. fi 



3 Oboen. 



engl. Horn. 



2 ClarXB) 



Bassel. (B) 




Solo. 
Violonc. 
die übrigen, 

Contrab. 



86 "Also sprach Zarathustra" 



8 gr. FI 



3 Oboen. 



engl. Horn, 



2 Clar. (B) 



Bassel. (B) 




Cont r ab. 



Also sprach Zarathustra" 87 




J (horvortretfiid) & 



f 




88 "Also sprach Zarathustra 



immer ruhiger. 




Also sprach Zarathustra" 89 



3 £r. Fl 



3 Oboen. 



engl. Horn. 



JSs dar. 



2Clar.(B) 



Bassel 




Contrab. 



90 "Also sprach Zarathustra" 



I. Oboe. 



engl. Horn. 



2 Clar.(B) 



Bassel OB) 




Solo 
Violonc. 
die übrigen 

Contrab. 



"Also sprach Zarathustra" 91 



immer ruhiger. 



(,yon der Wissenschaft") 
sehr langsam. 



Ä Clar.(B) 



Bassel. (B) 



ni.Fag 




4. Pult. 



92 "Also sprach Zarathustra' 



Bassel. (B) 




Contrab. 



'Also sprach Zarathustra" 93 



schnell 



y gr.Fl 




Violonc^alh), 
Contrab. 



94 "Also sprach Zarathustra 



z gr. Fl. 



2 Oboen 



2 Clar.(B) 




Violonc 



Contrab. 



Also sprach Zarathustra" 95 



poco accelerando 



. etwas lebhafter (aüa breve) 



2 kl. Fl 



2 gr.Fl. 




0 alle Violinen mit springenden Bogen! 



96 "Also sprach Zarathustra' 



poco ritard 



2 kl. Fl 



2 gr.Fl. 




> 

5.6. Pult 



Also sprach Zarathustra" 97 



des'witeeitm^sis. f emto > etwas weni g er lan g sam 



sehr langsam. etwas weniger langsam 



2 kl. Fl. 



I. Oboe. 



erigl.Horn. 



Es Clar. 



* Clar.(B) 

I. Tromp. 

(C) 



I. Harfe. 



Viol.(allu)« 




sehr langsam ritenuto etwas weniger langsam 



sehr langsam etwas weniger längs; 



am 




Violonc.Solo 



98 "Also sprach Zarathustra 




Also sprach Zarathustra' 



99 



energisch J ^ J des vorigen Zeitm asses. 

(„Der Genesende^) a s b f&^b t rfe- 



gr. Fl. 



3 Oboen. 



engl. Horn. 



Es Clar. 



a Clar.(B) 



liiisscl.(B) 



H Fag. 



Contrafag. 



I.II. 



g III. IV. < 

:o 
Ä 

V. VI. 



III. Pos. 



% Basstub. 



Viel. 



II. 



Bratschen. 

(alle) 



Violonc 
(all«) 



Contrab. 




100 "Also sprach Zarathustra 



^allmählich etwas bewegter. 



3 gr,Fl 



3 Oboen. 



Es Clar 



2Clar.(B) 



Basscl.(B) 



a Fug, 




"Also sprach Zarathustra" 101 



immer bewegter. 



3 gr.Fl. 



3 Oboen 



engl. Horn 



Es Clar. 




102 "Also sprach Zarathustra" 



3 gr.Fl 




2 Baastub. 



Pauken 



Bratschen. 
Violonc. 
Contrab 



cresc. 



Also sprach Zarathustra" 103 



3 gr.Fl. 

3 Oboen. 

engl. Horn. 

Es Clar. 

2 Clar.(B) 
Bassel. (B) 



Contrafag. 




S m.n 

:© 



104 "Also sprach Zarathustra 



3 gr.Fl. 



H Oboen. 



engl. Horn. 



Es Clar 



2 Clar.(B) 



Bassel. (B) 



Contra fag. 




sempreff 



106 "Also sprach Zarathustra" 



kl. Fl 



3 gr.Fl 




Bratschen 



Vioionc. 



Contrab. 



Also sprach Zarathustra" 107 



108 "Also sprach Zarathustra' 



ffftru&htilten- 



lang Ziemlich langsam (in Vierteln) 



3 gr. Fl 




Bratschen. 
Violonc. 
Contrab. 



1 t rr 



Also sprach Zarathustra" 109 



110 "Also sprach Zarathustra' 



'Also sprach Zarathustra" 111 



2 kl. Fl 




Violonc 



Contrab. 



112 "Also sprach Zarathustra' 



2 kl.Pl 



engl. Horn 




3. Pult 



Also sprach Zarathustra" 113 



2 kl.Fl 



2 gr. FI. 




5.U.6. Pult. 



Violonc. 



Contrab 



114 "Also sprach Zarathustra" 



2 gr.Fl 



3 Oboen 

li. ra. 

engl. Horn. 
Es Clar. 

2Clar.(B) 



2 Horner. 

(F) 



I. Tromp 

(C) 




Viol. II 



Contrab. 



Also sprach Zarathustra" 115 



2 kl. Fl 




Solo. 
Violonc. \ 
die übrigen 

Contrab. 



116 "Also sprach Zarathustra" 



Metr. d-= 52 



3 kl. Fl 




Contrab. 



Also sprach Zarathustra" 117 



2 kl.F 




1. Pult. I 
Violonc. 
die übrigen.! 

Contrab. 



118 "Also sprach Zarathustra" 



Also sprach Zarathustra" 119 



2 kl. Fl 



2 gr. Fl. 



3 Oboen. 



engl. Horn. 




Violonc 



Contrab. 



120 "Also sprach Zarathustra' 



ff 




"Also sprach Zarathustra" 121 



24 * 



2 Fl 



2 gr. Fl. 



3 Oboen. 




Bratschen 



Violono 



Contrab 



122 "Also sprach Zarathustra' 



'Also sprach Zarathustra' 



(„das Tanzlied") 



2 kl. Fl 



2 gi\ Fl. 




124 "Also sprach Zarathustra" 



jgl)) ^JgJ) JaT}) jS)> .jS)) jgg)) jSh 



2 gr. Fi 



2 Clar.(B) 



I.Tromp. 

(C) 




I.Pult. 
Bratschen 
die übrigen 



Violouo. 



Contrab 



"Also sprach Zarathustra" 125 



2 Oboen. 



I. Harfe. 



II. Harfe: 




Contrab. 



2 Oboen 



engl. Horn. 



I. Harfe. 



II. Harfe. 




Solo. 
Violono. 

2. 3. Palt. 
Contrab. 



126 "Also sprach Zarathustra' 



% Oboeo. 



I. Fag. 



I.Harfe 



IL Harfe 



. l.Pult 



o 



2.3.4. 
5-Pult. \ 



l.Pult 



4. Pult 



4. Pult 



Solo 



g 2.3. 
> 



4.5. Pult 



Contrab. 




Also sprach Zarathustra" 127 



I. Harfe. 




ILHarfe.< 



v 3-Jtß 1 


[i — Br^i 
















U 7» 








J 


f , j 



























. l.Pult. 



Contrab. 




Also sprach Zarathustra" 129 



8 Clar.CB) 



I.Harfe. 



II. Harfe. 




Contrab. 
1.2. Pult 



130 "Also sprach Zarathustra 




3.4. Pult 



Contrab 



"Also sprach Zarathustra" 131 



2 kl. Fl. 

2 gr.Fl. 
2 Oboen. 
Es Clar. 

2 Clar.(B) 



MI. Horn. 
(F) 



III.IV.Tromp. 

(C) 



2 Harfen. 










cresc. 






f 
























I.Pult. 



1.2. 
Violone. 
3.4. Pult. 



132 "Also sprach Zarathustra 



2 Harfen. 



i. Pult, 



S 2 3. 4. 
o 




1. 2. 8. 
Vlolonc. 
4.». 6. Pult 



Contrab. 
(alle) 



Also sprach Zarathustra" 133 



2 gr. Fl. 




i. 2. a._. 

ViolODC. 
4.5.6. Pult. 

Contrah, 

(alle) 



134 ''Also sprach Zarathustra" 



* gr. Fl. 



I, Tromp. 



zph J553} 


etwas zurückh< 


altend. 


im Zeitmass. 




etwas zurückha 


Lltend. 


im Zeitmass, mit 
lebhaftem Schwung. 


r ESE3S r 

pp 


















J 

1 - 


PP 












, 0 


f-t , — [ 




P 








N 


















J 









I.Harfe. 



II. Harfe. 




etwas zurückhaltend. im Zeitmass. 



etwas zurückhaltend. 



im Zeitmass, mit 
.lebhaftem Schwung. 



1. Pult, 



> 2.8. < 



5.6.7. Pult. 




Viotanc. 
(alle) 



''Also sprach Zarathustra" 135 



I. Harfe 



II. Harfe 




1.2. 3. 4. 
Violonc. 

5.6. Pult. 
Contrab. 



136 "Also sprach Zarathustra" 



Also sprach Zarathustra" 137 



32 leicht und elastisch. 




Contrab 



138 "Also sprach Zarathustra 



"Also sprach Zarathustra" 139 



140 "Also sprach Zarathustra' 



Lu.UL Horn 



L Harfe 



ILHarf« 




1. 2. 3. 4. 
Violone. 
5.6. Pult 

Contrab. 



"Also sprach Zarathustra" 141 



Sehr bewegt. 




142 "Also sprach Zarathustra ; 



3 kl. Fl 



2 gr.Fl. 



3 Oboen 



engl. Horn 



Es Clar. 



2 Clar. (B) 



Bassel. (B) 



Contrafag. 




:S II. IV. 



1. 2.3.4. 
Violonc. 

5. 6. Pult 
Contrab. 



^ espress. 



Also sprach Zarathustra" 143 




144 "Also sprach Zarathustra 



2 kleine PI. muta in III. grosse Flöte 



2 kl. Fl. 



2 gr.Fl. 



3 Oboen 




Contrab 



Also sprach Zarathustra" 145 



I.gr. Fl 




Contrab. 



146 "Also sprach Zarathustra' 



3 Fag. 

I.Horn. (Fl 
3 Pos. 
I. Tuba. 



erste Soloviol. 
CViol.-I.) 



Bratschen. 
2.3.4. Pult. 



1.2. 
3.4. 

Violone. 
5.6. Pult. 

Contrab. 

3gr.Fl. 

engl. Horn. 
2Clar.(B) 

Bassel. (B) 



3 Fag. 



I Horn, 
in F 
III.IV.Horn.i 



II. Harfe. 



erste Soloviol 
CViol.l.) 



1.2.3.4. 
Viol.II. 
5.6.7. 8. Pult. 



2.3.4. Pult. 




(liUmpier weg} 



"Also sprach Zarathustra" 147 



erste Soloviol 
(Viol.l.) 



1,2.3.4. 
Viol. II. 



5.6.7.8. Pult. 



kl. Fl. 



3 gr. Fl. 



engl. Horn. 



I. Harte. 



IL Harfe. 



erste 
(Solovioline. )| 

Viol. I. 

2.3.4.5.6.7.8 , 
Pult. 



Viol. II. 




148 "Also sprach Zarathustra' 



kl. Fl. 



8 gr. Fl 



engl. Horn 



2 Clar.(B) 



Bassel. (B) 



3 Fag 



I.II. 



to 

m 



III. IV. 



3 Pos 



I. Tuba 



I.Pult. 



Viol. I. 

2.8.4.5.6.7.8 
Pult. 



VioLII.(alle) 



Bratschen 



1.2.8. 



6 Pult 



Contrab. 




Also sprach Zarathustra" 149 



3 sp. PL 



l.Oboe 



engl. Horn 



2 Clar.(B) 




Cnntrab. 



150 "Also sprach Zarathustra" 



3 gr. Fl 
I. 

3 Pag. 

nm. 



Oontrafa«. 



I.Horn, 
in F 



V. VI. Horn 



4 Tromp. 

(C) 



Pauken. 

erste Süloviol. 
2.3.4. 

Vioi. r. 

3.A.7.H. Pult. 

Celli (alle) 
Contrab. 

I.gr. Fl. 

3 Oboen. 

engl. Horn 
I. Clar.(B) 



m. IV. Horn 
in E. 



I.Harfe. 



(erste Soloviol.) 
1.2.3.4. 

vioi.n. 

5.6.7.8. Pult. 
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152 "Also sprach Zarathustra 



3 gr. Fl. 



3 Oboen. 



engl. Horn. 



Es Clar. 



z Clar. (B) 



Bassel. (B) 



3 Fag. 



3 



in. 



v.vi. 



4 Tromp. 

(0 



3 Pos. 



I. Harfe. 



ü. Harfe. 



erste Soloviol. 

Viol.I. 
die übrigen. 

Viol.H. 

Bratschen, 

Celli. 
Contrab. 




Also sprach Zarathustra" 153 



immer mehr beschleunigen. 



kl. Fl. 



3 gr.Fl 



3 Oboen 



engl. Horn 



Es Cla 




Bratschen 



C outrab 



eftpr. 
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Also sprach Zarathustra" 155 



156 "Also sprach Zarathustra 



3 gr.Fl. 




Bratschen. 



Violonc 



Contrab 



Also sprach Zarathustra" 157 



158 "Also sprach Zarathustra' 



47 

(etwas beruhigend^) 



3 gr.Fl 




Also sprach Zarathustra" 159 



Festes Zeitmass. 



8 gr. Fl 




160 "Also sprach Zarathustra 



kl. Fl. 
3 gr.Fl. 

3 Oboen.' 

engl.Horn. 
Es Clar. 

% Clar.(B) 
Basscl.CB) 




Contrab. 



''Also sprach Zarathustra" 161 



allmählich wieder bewegter 



3 gr. Fl 



H Oboen. 




Violoirc, 



Contrab. 



p (sehr ausdrucksvoll) 



162 "Also sprach Zarathustra' 



Also sprach Zarathustra ; 



kl. Flute. 



3 gr.Fl 




Bratschen 



Violoiic 



Coutxab. 



164 "Also sprach Zarathustra" 



Also sprach Zarathustra" 



kl. Flöte. 




2 Harfen 



Viol. I. 

1.2.3.4. 
Viol. II. 
5.8.7.8. Pult. 

1.2.3. 
Bratscher) 
4.5.6. Pult, 

Violonc. 
Contrab. 



166 "Also sprach Zarathustra' 



Also sprach Zarathustra' 



168 "Also sprach Zarathustra" 



Also sprach Zarathustra" 169 




Violonc. 
Contrab, 



170 "Also sprach Zarathustra" 




'Also sprach Zarathustra" 171 



poco a poco ritard. 



a.gr Fl 




172 "Also sprach Zarathustra' 



piü ritard 






































PP 


















Ä PP 







































piü ritard. 



langsam 




p 



dim. 



PPP 
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Bassel. (B) 



I. Fag. 



6 Hörner 



(E) 












( r j 




















_ -ig — 





I.Harfe. 



1. Pult 
Viol.I. } 
(die übrigen) ( 
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2 kl.Fl 




erst. Sol oviol 



2.3.4. 

Viol. I. 

6.6.7.Pult 



Violouc 



Contrab, 



PPP 
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